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May 9, 1913 924 

Railroad Coaches and Stations. (Reg. St. Bd. of II., Aug. 20, 1912.) 

SANITARY REGULATION OF RAILROAD COACHES. 

1. All railroad coaches used by passengers shall be provided with toilet facilities, 
which shall at all times be kept in a clean and sanitary condition. The floors of the 
toilets shall be of impervious material, and shall be washed with an approved disin- 
fectant solution at the end of every run. The seat, hopper, and woodwork of these 
toilets shall be cleaned and washed with a disinfectant solution at the end of every 
run. Every closet shall be provided with proper ventilation sufficient to maintain 
purity of atmosphere. The use of the roller towel is prohibited in railroad coaches. 

2. No railroad coach shall be swept or dusted while occupied by passengers. All 
railroad coaches and street cars shall at all times be kept in a clean and sanitary 
condition. Necessary cleaning may be done with a hand brush and dustpan, if no 
dust is raised thereby. Sweeping shall be done only after sprinkling water, moist 
sawdust, or damp paper, or any material which prevents the rising of dust. Wood- 
work shall be wiped down with a damp cloth, and dry dusting with feathers or a dry 
cloth shall not be practiced; a racuum cleaner is recommended wherever possible. 

3. All spittoons or cuspidors shall contain sufficient water to stand one-half inch 
deep in the bottom. They shall be emptied, washed, and disinfected with an approved 
disinfectant at the end of every run. 

4. All coaches shall be thoroughly cleaned, dusted, sunned, and aired at least once 
each month. Cleaning shall include the removal from the car of everything movable, 
thoroughly sweeping down the woodwork, scrubbing the floors, dusting the carpets 
and seats, and fumigating the interior of the car with a disinfectant whenever it has 
become infected by a person known to have a contagious disease. 

5. All railroad coaches must be provided with pure and unpolluted water for drink- 
ing purposes, and the use of the common drinking cup is prohibited. 

6. Conductors, brakemen, and porters shall be authorized by the railroad authorities 
to see that these regulations are complied with, and they shall be also required to call 
the attention of the passengers expectorating on the floor to the law prohibiting such a 
dangerous practice, and shall at once supply such passengers with cuspidors. 

SANITARY REGULATION OP RAILROAD STATIONS. 

1. Waiting rooms, offices, and other portions of railroad stations shall at all times 
be kept in a clean and sanitary condition. Sweeping shall not be done in the presence 
of waiting passengers except in stations which are open continuously. In these 
stations sweeping shall be done only after sprinkling the floors with water, or throwing 
on it damp sawdust or other absorbent material to prevent the rising of dust. The 
woodwork shall be rubbed down with a damp cloth, and dry dusting with feathers or 
dry cloths shall be prohibited. 

2. Sufficient cuspidors shall be furnished for the use of waiting passengers. All 
cuspidors shall contain sufficient water to stand one-half inch deep in bottom, and 
shall be washed and disinfected with an approved disinfectant at least once every 
day. 

3. All stations shall be thoroughly cleaned, dusted, and aired at least once each 
week. Cleaning shall include thoroughly wiping down the woodwork with a damp 
cloth and scrubbing the floors. 

4. Every railroad station shall be provided with proper closets where water and 
sewerage are available; these shall be water-closets which shall be connected with 
the public sewerage. Where water and sewerage are not available, closets shall be 
built in accordance with the provisions regarding the construction of closets of the board 
of health; they shall at all times be kept in a clean and sanitary condition. 

5. The use of the roller towel is prohibited in all railroad stations. 

6. The use of the common drinking cup is prohibited in all railroad stations. 



